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C-O-N-F-I-D-E-N= 


(This Notice expfres 31 January 196 
NATIONAL PHOTOGRAPHIC INTERPRETATION CENTER 


NPIC NOTICE MEDICAL 
NO. 15-1-1 17 October 1962 


NPIC HEALTH ROOM 


1. The NPIC Health Room (oom 711) is available to any employee 
working in the Steuart Building&Who is injured or becomes sick while on 
duty. Two beds and a small amou\t of medical supplies are available. 


“During normal work hours the room\key may be obtained from the Personnel 


Branch, Administrative Staff (Room¥05) and at all other times from the 
Building Guard in the Lobby. 


2. Only minor injuries should be \reated in this building. During 
regular working hours, illness or inju requiring more than routine 
attention should be reported immediatelyto the Administrative Staff, 

At all other times, emeNency service may be obtained 


by calling the CIA Security Watch Officer 25X1 


25X1 
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